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56/21 

ORIGIN ARA-10 

INFO OCT-01 PM-04 ISO-OO L-03 CIAE-00 INR-07 NSAE-00 /025 R 

DRAFTED BY: ARA/CAR:JETHYDEN/DOD/ISA:CDR. LMAY 

APPROVED BY: ARA/LA/CAR:TJCHEAVNER 

ARA/PLC : A WILLI AMS 

L A/AR A : MKOZAK 

PM/ISO:RMASSON 

019888 

R 130419Z MAR 76 

FM SECSTATE WASHDC 

TO AMEMBASSY NASSAU 

INFO SECDEF 

CNO 

SECNAV 

UNCLAS STATE 061362 

CORRECTEDCOPY (PARA 1, LINE 14 OMITTED) 

E.O. 11652:N/A 
TAGS:MARR, BF, US 

SUBJECT: PIPELINE INSTALLATION ACROSS USG LEASED LAND, 
GEORGETOWN, EXUMA ISLAND, BAHAMAS 

REFERENCE: A) NASSAU 0266, B) NASSAU 0267 

1 . DEPT. AND DOD APPROVE THE INSTALLATION OF THE UNDER- 
GROUND FUEL PIPELINE ACROSS USG LEASED LAND AND THE 
CONNECTION TO THE EXISTING USN FUEL DELIVERY LINE AS 
REQUESTED BY REF A. ACCORDINGLY, EMBASSY IS AUTHORIZED 
TO RESPOND WITH THE FOLLOWING NOTE: 

QUOTE: (COMPLIMENTARY OPENING) AND HAS THE HONOR TO 
REFER TO THE MINISTER'S NOTE WHICH REQUESTED APPROVAL OF 
THE GOVERNMENT OF THE UNITED STATES TO ALLOW THE BAHAMAS 
ELECTRICITY CORPORATION TO INSTALL A FUEL PIPELINE 
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FORMER U.S. NAVAL FACILITY, GEORGETOWN, EXUMA ISLAND, 

AND TO CONNECT THIS PIPELINE INTO AN EXISTING USN FUEL 
DELIVERY LINE WHICH TERMINATES ON THE SEASHORE. 

IN RESPONSE TO THIS REQUEST, THE GOVERNMENT OF THE BAHAMAS 
IS AUTHORIZED TO ALLOW CONSTRUCTION AND CONNECTION TO THE 
FUEL PIPELINE AS REQUESTED IN THE MINISTER S NOTE PROVIDED 

THAT THE FOLLOWING CONDITIONS ARE ACCEPTABLE TO THE 
GOVERNMENT OF THE COMMONWEALTH OF THE BAHAMAS: 

(A) THE GOVERNMENT OF THE UNITED STATES ASSUMES NO 
LIABILITY OR RESPONSIBILITY BY REASON OF GRANTING THE 
GOVERNMENT OF THE BAHAMAS PERMISSION TO ALLOW THE BAHAMAS 
ELECTRICITY CORPORATION TO INSTALL AND USE THE FUEL 
PIPELINE ON U.S. GOVERNMENT LEASED LAND OR BY REASON OF THE 
CONDITION IN WHICH THE PROPERTY MAY BE FOUND. 

(B) THE GOVERNMENT OF THE COMMONWEALTH OF THE BAHAMAS 
SHALL HOLD THE GOVERNMENT OF THE UNITED STATES HARMLESS 
AGAINST ANY CLAIM ARISING FROM THE INSTALLATION OF THE 
PIPELINE OR ACTIVITIES RELATING TO ITS USE. 

THE EMBASSY WOULD APPRECIATE CONFIRMATION FROM THE 
MINISTRY OF EXTERNAL AFFAIRS THAT THESE CONDITIONS ARE 
ACCEPTABLE TO THE GOVERNMENT OF THE COMMONWEALTH OF THE 
BAHAMAS. (COMPLIMENTARY CLOSE). UNQUOTE. KISSINGER 
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Automatic Decaptioning: X 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, PIPELINES, MILITARY BASE LEASES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 MAR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Document Source: CORE 
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Executive Order: N/A 
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Film Number: D760097-0609 
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Handling Restrictions: n/a 
Image Path: 
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Review Comment: n/a 
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Review Event: 
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